To: Cristiano, Gina[Cristiano. Gina@epa.gov] 

From: Williams, Laura 

Sent: Sat 9/5/201 5 9: 1 8:50 PM 

Subject: Re: EPA MA - assist FEMA with assessment at Pine Ridge SD 

Haven't heard from him. I wouldn't make any backup plans as I expect him to check in at some 
point. You could have someone like bill rothenmeyer at the ready though. 

Sent from my iPhone 

On Sep 5, 2015, at 3:07 PM, Cristiano, Gina < Cristiano.Gina@,epa.gov > wrote: 


Hey Laura, hope you're having a good weekend :) wondering-did you ever hear from Curtis 
on this? Just wondering if he's confirmed or whether we need to try to find someone else. I 
talked to turn and lie's going to go. 

Thanks, G 

Sent from my iPhone 
Begin forwarded message: 


From: "Cristiano, Gina" < Cristiano.G i na@,epa . gov > 

Date: September 5, 2015 at 12:03:16 PM MDT 

To: Curtis Kimbel < Kimbel.Curtis@,epa.gov >. Tien Nguyen 

< Nguyen.Tien@epa.gov > 

Cc: "Laura Williams (williams.laura@epa.gov) " < williams.laura@epa.gov >. 
"Sandoval, Joni" < Sandoval Joni@epa.gov >. " ostrander.david@epa.gov " 
< ostrander.david@epa.gov >. "Atencio, Kathie" < atencio.kathie@epa.gov > 

Subject: EPA MA - assist FEMA with assessment at Pine Ridge SD 


Hi Curtis, Hi Tien, 

Nonresponsive 


1805853 


ED 000792 00008085-00001 



Nonresponsive 


Thanks, G 


From: Thaxton, Steven [mailto:Steven.Thaxton@fema.dhs.gov] 

Sent: Friday, September 04, 2015 3:35 PM 
To: Cristiano, Gina 

Cc: Sandoval, Joni; Williams, Laura; Espinosa, Adam; Bello, Charles 
Subject: RE: Support for 4237DR-OST 


Hi Gina, 

Nonresponsive 


1805853 


ED 000792 00008085-00002 



Nonresponsive 


Again, much appreciated! ! ! 

Thanks, 

Steve 


Steven Thaxton 

FEMA Region Vill 4237DR-OST Operations Section Chief 
Phone: (303) 235-4804 Cell: (303) 815-8878 
Email: steven. thaxton@fema.dhs. gov 


From: Cristiano, Gina fmaiito:Cristiano.Gina@epa.qov1 

Sent: Friday, September 04, 2015 2:52 PM 
To: Thaxton, Steven 

Cc: Sandoval, Joni; Williams, Laura; Espinosa, Adam 
Subject: RE: Support for 4237DR-OST 


Hi Steve, 

Nonresponsive 


1805853 


ED 000792 00008085-00003 



Nonresponsive 


I’ll be in touch as soon as I have deployment days (because of the Gold King Mine 
response and other response work these folks have been working, it may be Tuesday or 
Wed before they can get on the ground with FEMA). 


Nonresponsive 


Nonresponsive 


More soon and thanks! Gina 


From: Thaxton, Steven [mailto:Steven.T ha xton@fema.dhs.gov ] 

Sent: Friday, September 04, 2015 8:10 AM 
To: Cristiano, Gina 
Cc: Sandoval, Joni; Espinosa, Adam 
Subject: Support for 4237DR-OST 


Good Morning Gina, 


Nonresponsive 


1805853 


ED 000792 00008085-00004 



Nonresponsive 

Thanks, 

Steve 


Steven Thaxton 

FEMA Region VIII 4237DR-OST Operations Section Chief 
Phone: (303) 235-4804 Cell: (303) 815-8878 

Email: steven. thaxton@fema. dhs.gov 
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